AMENDMENT NO. 2 JAUNARY 2017 
TO 
IS 12379 : 1988 CODE OF PRACTICE FOR LINING 
WATER — COURSES AND FIELD CHANNELS 


[Page 1, clause 2.1 (see also Amendment No. 1)] — _ Substitute 
‘IS 383 : 1970’ for ‘IS 383 : 1999’. 


[Page 1, clause 2.1 (see also Amendment No. 1)] — Insert the following at 
the appropriate place: 


IS No. Title 
2508 : 1984 Low density polyethylene films (second revision) 
[Page 1, clause 2.1 (see also Amendment No. 1)] — Renumber the 


subsequent clause after 2. 


[Page 3, clause 4.3 a)] — Delete ‘conforming to IS : 9698-1980*’ and its 
title in footnote. 


[Page 4, clause 4.7] — Insert the following new clause after 4.7: 
‘4.8 Low Density Polyethylene (LDPE) Film 


It shall conform to IS 2508’. 
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